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MEMORANDUM FOR: Director of Personnel 
SUBJECT : Change in FY 1978 Manpower Ceilings (U) 
REFERENCE : Memo to D/Pers from Compt; dated 14 Sept 77; Subject: 


Fiscal Year 1978 Manpower Ceilings 


(S) The manpower ceilings as reflected in the referent mentr- 
orandum are changed as follows: 


Former Ceiling New Ceiling 


Office of the Director 25X1 
and Independent Offices 


National Foreign Assessment Center 
This change reflects the establishment of the new National Foreign 


Assessment Center, effective 11 October 1977, and incorporates the 
ceilings previously allocated to the former ol aaa Directorate 


md to the National Intelligence Officers 25X1 
25X1 
Comptroller 
ee: Director, NFAC 
Administrative Officer, ODCI 
Ob/Personnel Distribution: 
Orig ~- Chief, SRB 
1 - Chief, PMCD 
1 - DD/Pers/PEC 
1 - Chief, SPD 
} - DD/Pers/R&P 
1 - Chief, CPD 
1 - D/Pers Chrono 
25X1 
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AGEN 


